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Message Text 



UNCLASSIFIED 

PAGE 01 SANTIA 00760 150256Z 
45 

ACTION ARA-20 

INFO OCT-01 ISO-OO SIL-01 LAB-06 DRC-01 RSC-01 /030W 

035201 

R 142237Z FEB 74 
FM AMEMBASSY SANTIAGO 
TO SECSTATE WASHDC 7481 

UNCLAS SANTIAGO 0760 

E.O.l 1652:N/A 
TAGS: Cl ELAB 

SUBJ: BRANIFF SHIPMENT ARTIFICIAL KIDNEY 
REF: SANTIAGO 6168 (1973) 

ATTN ARA/L A/PCD O'GRADY PASS TO AIFLD HOLWAY 

1. ARRANGEMENTS HAVE BEEN MADE WITH AID: CHILE AND 
AIFLD/W FOR DONATION ARTIFICIAL KIDNEY TO "TRIUNFO" 
CAMPESINO CONFEDERATION (SEE REFTEL). LOCAL BRANIFF 
MGR HAS ARRANGED APPROVAL OF HOME OFFICE AND CAB FOR 
FREE TRANSPORTATION OF MACHINE FROM US TO SANTIAGO. 

2. HE HAS REQUESTED WE CONTACT DEPT ASKING THEM TO 
"SUPPORT OUR REQUEST IN NATIONAL INTEREST." DEPT RE- 
QUESTED TO TAKE APPROPRIATE ACTION QUICKLY TO FACILITATE 
IMMEDIATE SHIPMENT OF MACHINE. 

3. FOR O'GRADY: PLEASE SUGGEST TO AIFLD HOLWAY THAT 
MACHINE BE SHIPPED C/O LABOR ATTACHE NIXON, AMERICAN 
EMBASSY TO FACILITATE CUSTOMS CLEARANCE. 

POPPER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CARGO, FOREIGN ASSISTANCE, MEDICAL FACILITIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SANTIA00760 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SANTIAGO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740232/aaaabdxo.tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: SANTIAGO 6168 (1973) 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 APR 2002 by elbezefj>; APPROVED <27 NOV 2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BRANIFF SHIPMENT ARTIFICIAL KIDNEY 
TAGS: ELAB, Cl, AIFLD 
To: STATE 
Type: TE 
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